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PART I - NOTIFICATIONS BY GOVERNMENT, HEADS OF DEPARTMENTS 

AND OTHER OFFICERS 

-- - - 
NOTIFICATIONS BY GOVERNMENT 


ENERGY, INFRASTRUCTURE & INVESTMENT DEPARTMENT 

(OP.A3) 
PROMOTION TO Smt. G . VIJAYA LAKSHMI, ELECTRICAL INSPECTOR , 

VISAKHAPATNAM AS DEPUTY CHIEF ELECTRICAL INSPECTOR TO 
GOVERNMENT IN THE PANEL YEAR 2018 - 19 - AND POSTED AS DEPUTY 

CHIEF ELECTRICAL INSPECTOR TO GOVERNMENT, VISAKHAPATNAM . 
[G .O .Ms.No. 12 , Energy, Infrastructure & Investment (OP.A3), 6th February , 2019.] 

NOTIFICATION 


Smt. G . Vijaya Lakshmi, Electrical Inspector, Visakhapatnam is temporarily 
promoted as Deputy Chief Electrical Inspector to Government (Category 2 
of Class - A of A . P Electrical Inspectorate Service Rules issued in 
G . O .Ms. No . 200 , EFES & T, Department, Dated : 07 . 08 . 1990 ) Under Rule 10 ( a ) 
of Andhra Pradesh State and Subordinate Service Rules , 1996 . She is posted 
as Deputy Chief Electrical inspector to Government, Visakhapatnam in the 
existing vacancy subject to directions / outcome of OAs /WPs/ Was/ RPs /CAS 
etc ., if any pending before Tribunal / Courts etc .”. 


The Director of Electrical Safety & Chief Electrical Inspector to 
Government ( FAC ) , Andhra Pradesh , Guntur, Shall take further necessary 
action , accordingly . 


AJAY JAIN , 
Principal Secretary to Government. 
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